mi 
PRECISION AIR” CARTS specication 


Precision Air 2230 Precision Air 2230 
(Tow-Between) (Tow-Behind) 


Rear 


mesons 


fires 


(on Tow-Behind model only) 16.5L x 16.1 AWT tire 


Rear Axle 23.1 x 26, 10PR AWT 23.1 x 26, 10PR AWT 


single tire at 120 in. single tire at 120 in. 
(3.05 m) tracking width (3.05 m) tracking width 
Manito SS ie 
2.5 in. (6.4 cm) = meter tole z= meter collet 
Fill auger 8 in. (20.3 cm) x 16 ft. (4.8m) | 8 in. (20.3 cm) x 16 ft. (4.8 m) 


Steel cupped flighting Steel cupped flighting 


Dual fan (2230 only), Single fan (2280-3430), variable rate electro-hydraulic drive, center-pull rear hitch (tow-behind only), bin level depth gauge (ultrasonic), PTO hydraulic pump or fan drive (2230 only), 
air velocity sensors, field lighting package, transport beacon warning light, rear axle duals, fan RPM/air damper control from monitor, work switch, PVC auger flighting (2230 only) 


Monitor System ISO 11783 Compliant Monitor/Electronics system 


Display Options AFSPRO600orAFS 200 [AFSPROGOOorAFS200 


Sensors Low level bin sensors for every compartment, shaft sensors monitor fan RPM, ground speed and individual meter rolls, rate per acre (hectare) and acre (hectare) tally. Air velocity sensors and bin level 
depth gauge (ultrasonic) are optional on all air systems. 


Options 


* Estimated weights 
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PRECISION AIR” GARTS specications CASE tit 


Models Precision Air 2230 , Precision Air 2280, Precision Air 2330, Precision Air 3380 & Precision Air 3430 


Precision Air 3380 Precision Air 3380 Precision Air 3430 Precision Air 3430 
(Tow-Between) (Tow-Behind) (Tow-Between) (Tow-Behind 


ow Position Rear 
430 bu. (15 153 L) 

Compartments hree 

Splits 42/102/186 bu. (5004/3594/6554 L) 

Weight (empty) 1,090 Ibs. (5030 kg) 

imensions eR |g (0 ro 

Ground clearance 5 in. (0.64 m) 

Height 14 ft.2 in. (4.3 m) 5 ft. 3 in. (4.65 m) 

Overall Width — single wheel} 12 ft. 6 in. (3.81 m) 12 ft. 6 in. (3.81 m) 2 ft. 8 in. (3.86 m) 

Overall Width — dual wheels 16 ft. 2 in. (4.93 m) 6 ft. 2 in. (4.93 m) 

Length (w/auger) 28 ft. 3 in. (8.61 m) 9 ft. 4 in. (8.94 m) 

res a 

Front caster ual caster 
(on Tow-Behind model only) 2.5 x 16.1 STIl wheel and tire 


Rear Axle 30.5L x 32 12PR AWT single tires at 30.5L x 32 12PR AWT single tires at 30.5L x 32 12PR AWT single tires at 30.5L x 32 12PR AWT single tires at 
120 in. (3.05 m) tracking width 120 in. (3.05 m) tracking width 120 in. (3.05 m) tracking width 120 in. (3.05 m) tracking width 


Manifold [aaa [Pa (Fe 
Valves Single/double shoot Single/double shoot Single/double shoot Single/double shoot 


Primary lines — Max. of 8 primary Max. of 8 primary Max. of 8 primary Max. of 8 primary 
2.5 in. (6.4 cm) per meter roller per meter roller per meter roller per meter roller 


Hydraulic dual fan Hydraulic dual fan Hydraulic dual fan Hydraulic dual fan 
Meter drive system Mechanical ground drive Mechanical ground drive Mechanical ground drive Mechanical ground drive 


Fill auger 10 in. (25.4 cm) x 19 ft. (5.8 m) 10 in. (25.4 cm) x 19 ft. (6.8 m) 10 in. (25.4 cm) x 19 ft. (6.8 m) 10 in. (25.4 cm) x 19 ft. (6.8 m) 
Steel cupped flighting Steel cupped flighting Steel cupped flighting Steel cupped flighting 

Options Dual fan (2230 only), Single fan (2280-3430), variable rate electro-hydraulic drive, center-pull rear hitch (tow-behind only), bin level depth gauge (ultrasonic), PTO hydraulic pump or fan drive (2230 only), 
air velocity sensors, field lighting package, transport beacon warning light, rear axle duals, fan RPM/air damper control from monitor, work switch, PVC auger flighting (2230 only) 


Monitor System ISO 11783 Compliant Monitor/Electronics system 
Display Options AFS PRO 600 or AFS 200 AFS PRO 600 or AFS 200 AFS PRO 600 or AFS 200 AFS PRO 600 or AFS 200 


Low level bin sensors for every compartment, shaft sensors monitor fan RPM, ground speed and individual meter rolls, rate per acre (hectare) and acre (hectare) tally. Air velocity sensors and bin level 
depth gauge (ultrasonic) are optional on all air systems. 


FSS a=]fiafH 
= 


Pe 


* Estimated weights 


NOTE: All specifications are stated in accordance with CNH America LLC reserves the right to make improvements in design and changes in L\ SAFETY NEVER HURTS!™ Always read the Operator’s 
SAE Standards or Recommended Practices, where applicable. specifications at any time without notice and without incurring any obligation to install Manual before operating any equipment. Inspect equipment before 
them on units previously sold. Specifications, descriptions and illustrative material herein using it, and be sure it is operating properly. Follow the product safety signs, 
© 2008 CNH America LLC. All rights reserved. www.caseih.com/na are as accurate as known at time of publication, but are subject to change without notice. and use any safety features provided. Page 2 of 2 


